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FILTERING SYSTEMS

right, withdrawing discharge pipe A from the valve, which
then closes .automatically. In many cases the only cleaning
required is to brush off any dirt which has collected on the
cloth. When it is desired to substitute a fresh bag on the
unit, thumb-nuts C are removed and the top of the filtering
unit is lifted off, as shown; this releases the top edge of the
cloth bag, which may be drawn down. The edges of the
filtering units are made perfectly smooth so the bags will
slide easily over them. An important advantage of having

Fig.   3.    Close   View  of   Filtering   Unit,   showing   Method   of
removing Cloth Bag
the filtering units held in a vertical position, with the oil
passing from the outside to the inside, is that slime and
sediment held by the cloth tend to drop off and settle at
the bottom of the tank.
Bowser System of Oil Purification. In the systems built
by S. F. Bowser & Co., Inc., for the filtration and steriliza-
tion of oils and cutting compounds used on machine tools,
the principles employed are somewhat different from those
that have already been described. In the type of equipment
generally used, dirty oil returned from machines is first